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GAS ANALYSIS

PART   II

THE EXPLOSION PIPETTE FOB TECHNICAL  GAS
ANALYSIS (Fio. 63)

This consists of the thick-walled explosion-bulb a
and the level-bulb i, -which are joined together by
a wrapped piece of rubber tubing. At c two fine
platinum wires are fused into the explosion pipette,
the ends of the wires being about 2 mm. apart. At
d is a glass stopcock, and the pipette terminates in

FIG.

the capillary 0, whose end is closed by a short piece
of rubber tubing and a pinchcock. In general, the
pipettes and burettes for technical gas analysis are
filled with aqueous solutions, but the explosion pipette
is filled with mercury. By using mercury as con-
fining liquid during the explosion it is possible
afterward to determine the carbon dioxide formed in